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Message Text 


UNCLASSIFIED 

PAGE 01 SANA 02816 111427Z 

41 

ACTION NEA-10 

INFO OCT-01 ISO-OO SCA-01 VO-03 L-03 /018W 

082662 

R 111315Z OCT 75 
FM AMEMBASSY SANA 
TO SECSTATE WASHDC 6507 

UNCLAS SANA 2816 

EO 11652: N/A 
TAGS: CGEN, YE 

SUBJECT: INQUIRY INTO DEATH OF YEMENI CITIZEN MR ABDO MUHAMMAD 
AHMED HASSAN IN US 

EMBASSY HAS RECEIVED NOTE FROMMOFA INFORMING US OF THE DEATH OF 
ABDO MUHAMMAD AHMED HASSAN DURING A ROBBERY IN BROOKLYN, 

NEW YORK ON AUG 20/75 AND REQUESTING THAT A REPORT OF 
BACKGROUND AND DISPOSITION OF THIS CASE BE SUBMITTED ASAP. 

AS FOR POST CASES OF THIS KIND, EMBASSY WOULD APPRECIATE DEPT 
SECURING FROM NYPD FULL REPORT ON THIS INCIDENT SO THAT 
WE MAY DRAFT AN APPROPRIATE RESPONSE TO THE MINISTRY'S 
INQUIRY. AS DECEASED'S YEMENI RELATIVES WILL BE INTERESTED 
IN INSURANCE OR OTHER BENEFITS WHICH MIGHT BE AVAILABLE, 

ANY INFO NEW YORK AUTHORITIES MAY HAVE REGARDING PAYMENTS 
MADE TO MR HASSAN’S LOCAL RELATIVES WOULD BE OF INTEREST. 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANA02816 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750354-1137 
From: SANA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 059/aaaacavw. tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
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Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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